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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 036561 
ORIGIN HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-06 OIC-02 /027 R 

DRAFTED BY DHEW/FDA: JRWEINROTH, MD.:CCK 
APPROVED BY OES/APT/BMP: WJWALSH, III 
DHEW/PHS/OASH/OIH: RFISCHER 
EUR/WE:JFDOBBINS(INFO) 

172036 082667/41 

R 171909Z FEB 77 
FM SECSTATE WASHDC 
TO AMEMBASSY PARIS 

UNCLAS STATE 036561 

E.O. 11652: N/A 

TAGS: OTRA, OCON, TBIO, FR 

SUBJECT: FDA REPRESENTATIVE ATTENDING INTERNATIONAL 

MEETING 

1 . FDA ADVISES THAT DR. MARVIN ROSENSTEIN, DEPUTY DIR 
ECTOR. DIVISION OF ELECTRONIC PRODUCTS, BUREAU OF RADIO- 
LOGICAL HEALTH WILL BE IN PARIS, FRANCE APRIL 22-MAY 6, 

1977. DR. ROSENSTEIN WILL ATTEND THE 4TH INTERNATIONAL 
CONGRESS OF THE INTERNATIONAL RADIATION PROTECTION ASSOC- 
IATION AND WILL PRESENT A PAPER ENTITLED "A COMPUTATIONAL 
METHOD FOR ORGAN DOSES IN RADIOLOGY". DR. ROSENSTEIN WILL 
BE ON ANNUAL LEAVE IN EUROPE MAY 2-6, 1977. 

2. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. 

HARTMAN 
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Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE036561 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JRWEINROTH, M.D.:CCK 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770057-0671 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770230/aaaabazj.tel 

Line Count: 45 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
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Office: ORIGIN HEW 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Event: 
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Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
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Secure: OPEN 
Status: NATIVE 
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